Technical Bulletin 


Cheaper Generators 


By G8MNY 


As the pound keeps rising against the far east, 


Cheaper Generators 


keep on falling in price. 


Here are some comparisons over the years.... 


Generator Peak Badged Engine 
Model Rating Make Fuel 

WP5000D 5kWw WOLF DIESEL 
WP5000DV 5kW WOLF 4st 
WP2800DV2.8kW WOLF 4st 
G2300 2.3kVA PRO/USER 4st 
2.2kW 2.2kW BUDGET 4st 
2.3kW 2.3kW NUPOWER 4st 
MEDUSA 2.3kW $_ SIP 4st 
2.2kW 2.2kW WOLF 4st 
2200DV 2.2kW WOLF 4st 

G1900 1.9kW KINGAVON DIESEL 
EB1500 1.5kW HONDA 4st 
1200 1.2kW WOLF 4st 
1100 1.1kWw 4st 
950 720W WOLF 2st 
850 850W Pro User 2st 
G850 850W KINGAVON 2st 
DEG600 600W TAS 2st 
EX500 500W HONDA 4st 


* MAKRO Price 


16A 
16A 
16A 


Main 
Features 


220/110 meter 
220/110 meter 
220/110 meter 


domestic 


13A Meter 10Hr 75Hz! *117 
13A Meter 10Hr 75Hz! *1 17 
16A? Meter 10Hr *152 
2x13A Quiet 10hr *234 
2x13A Quiet 10hr 229 
13A+12VDC220/110v10hr 249 
16A 12V 115/230 Meter *270 
16A 115/230V Thr 600 
13A Meter 12V 6hr 139 
13A <100 
13A Meter 12V 69 
USA/UK OL 5-8hrs *46 
13A 12V Neat #50 
USA OL Meter 170 
13A 12V Quiet Neat 200 
= Outlet. Hr 


S$ modified to 3kW peak. OL 
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item like power tools 


When 


VAT) 


“29 
~99 
299 
49 
49 
74 
.00 
.00 
.00 
23 


- 96 
299 


Beoke, 
ok 


3/06 

3/06 

3/06 

3/06 (really cheap!) 
8/05 " re 
4/05 

6/04 (*270.24 12/03) 
3/06 

3/06 

3/05 

1980? 

3/06 

12/07 B&Q offer 
3/06 

9/05 

4/05 (*70.5 3/05) 
1980 

1990? 


full tank run time. 


(PS I have no connection with MAKRO other than an occasional customer) 


Why Don't U send an interesting bul? 


73 de John G8MNY @ GBYCIP 


G4APL 


GB7CIP 


4.2.2008 


